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Ceilings, roofs and floors' should be treated In a similar way. It is
common experience that a concrete floor is cold and that wood boarding
improves its heat-retaining capacity.
It is particularly necessary to treat the walls of living-rooms, as this
reduces the heat losses and the consequent fuel consumption in the most
used room of the house. Precautions should also be taken to keep the rooi
space warm, at least by felting the tiled roof.
Single glazed windows are a continuous source of heat loss as conden-
sation on their cold surfaces cannot be avoided. Wherever possible double
or double-glazed windows should be applied to reduce the heat losses and
trouble from condensation.
It has been found convenient to retain detailed descriptions of methods
of heat insulation in the sections of this book to which they most directly
relate. Reference should therefore be made to these sections, via the
Index.